GOLDEN SPREAD MOTEL, GROOM, TEXAS. 

AAA and Best Western Motels. On Highway 66, 45 miles 
East of Amarillo. 22 new units, individually refrigerated 
air, sound proof, wall to wall carpet, tile baths with tub 
and shower, TV in rooms. 
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Pub. by Amarillo Photo Supply, Ltd., Amarillo, Texas 
87653 
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